Shot name: Unite
Location: Unite Amsterdam
Date: 15/03/2016

Time: 19h

Weather: Interior


Range:

Standard capture: 
13 shots by view
12 EV (1/4000 - 1")


Highlight & Sun capture: 
11 shots by view
10 EV (1/500 - 2")
Filter: 1000 + 16 (-14 stops)


Camera Settings:
EV Step: 1
F/8
ISO 100

Lux: 580

Luminance on Main green LED screen : 160

After Processing:
White balanced Lux: 1.689
Absolute multiplier: 343.3985